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OBJECTIVE

Provide data and evaluations on water resource availability in support of the advanced
cooling systems program,

SCOPE

Develop and operate the computerized Water Use Information System. Perform national
and regional water resource evaluations at DOE request.

RECENT TECHNICAL HIGHLIGHTS

DND, an econometric predictive model for electricity demand, was completed and used in
regional water resource evaluations.

A cursory water resources evaluation of national and regional water availability for power
plant cooling was completed.

EXPECTED NEAR-TERM ACCOMPLISHMENTS

An updated, detailed study of national arad regional water availability for power plant cool-
ing will be completed.WL THORNE
